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METHOD OP OPERATION 
CALI CIRCUIT 
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position. 



'■’* ^- aa circuit may be provided with a key to transfer the i 
circuit to an adjacent position. 


incoming call 


DETAILED DESCRIPTION 

OPERATION 

4. Mien the talking, key or an outgoing call circuit key is operated or 
the plug of the operator’s telephone set is removed from the position jack at 
the special "A” switchboard, the CO relay operates disconnecting the leads of 
the telephone circuit from the Incoming call circuit and connecting the call 
circuit, to the tone circuit. If under any of these conditions a call circuit 
kejr is operated at tne distant end the AR relay operates which connects ground 
through the night alarm circuit, the winding of the B relay the call circuit 
pilot lamp, the auxiliary signal circuit to battery, giving an audible signal 
operating the B relay and lifting the lamp. The operation of the B relay 
connects ground to the tone circuit causing a tone to be induced through the 
27-A repeating coil back over the call circuit to the distant end. 

5» When the call circuit key is released, the circuit through the wind- 
ings of the AR relay is opened and the relay is released. The AR relay re- 
leased, opens the night alarm circuit, releases the B relay and extinguishes 
the pilot lamp restoring the circuit to normal. 
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CIRCUIT HE0UIR2B,!ENTS 



OPERATE 

HOE- OPERATE 

mM ge 

B9 

(B) 

Test .065 amp. 

Readj. ..056 amp. 


Test .008 amp. 

Readj. .016 amp. 

B51 

(AR) 

Windings in 

Series 

Aiding. 

After a soak of 
approximately 
.0085 amp. 

Test .003 amp. 

Readj. .0028 amp. 


After a soak of 
approximately 
.0085 amp. 

Test .0014 amp. 
Readj. .0015 amp. 

S65 

(CO) 

Test .0165 amp. 
Readj . .0 13 amp . 

Test .0085 amp* 
Readj . .009 amp. 
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